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STATINTL 


S&elcvi, 

LYONS STEEL EQUIPMENT 


a<r 


177 EVELYN AVE. 


MOUNTAIN VIEW, CALIF. 


YORKSHIRE 8-6041 



SHIPPED 9u2c5-6l 


REQUESTED F.O.B. 

ROUTING 


PREPAID COLLECT 

I Xj_ I 


SHIPPED 

VIA 


0? 


X lyon Mo* kObX Solving Motion mt op v/feo. 4536 «ad pad 


k% Tax 


32.00 



6l„ 
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